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Public  Health  Officers  of  the  Huntingdon  Rural 

District  Council. 
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Part-time  Medical  Officer:  J.  ,R.  Garrood,  M.D.,  D.P.H. 

Sanitary  Inspector : W.  Midwood,  CjR.S.1. 

Part-time  Analytical  Chemist : Solomon  Greenburgh,  Esq.,  and 

The  Emergency  Public  Health  Laboratory  Service. 

Pathologist : Dr.  Harvey  and  Emergency  Public  Health  Laboratory 

Service. 


To  the 

Huntingdon  Rural  District  Council. 


Alconbury  Hill. 


Gentlemen, 


I beg  to  submit  my  Annual  Report  for  the 


year  1945. 


I am. 


Tour  obedient  Servant, 

J.  R.  GARROOD. 
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Caauses  of  Death  ( continued ) — 

Other  Digestive  Diseases  ...  ...  ...  ...  — 2 

Other  Maternal  Causes  ...  ...  ...  ...  — 1 

Premature  'Birth  ...  ...  ...  ...  ...  > — 1 

Con.  Mai.  Birth  Injury!  Infantile  Disease  ...  4 2 

iRoadi  Traffic  Accidents  ...  ...  ...  ...  2 — 

Other  violent  causes  ...  ...  ...  ...  1 — 

All  other  causes  ...  ...  ...  ...  ...  6 4 

All  causes  ...  ...  ...  ...  ...  ...  48  45 


SANITARY  INSPECTOR’S  REPORT. 


To  J.  R.  Garrood,  Esq.  Alconbury  Hill, 


23/7/46. 

iHerewith  is  a summary  of  work  caused  to  be  done  during  1945. 

Total  number  of  inspections  made  ...  2223 

Notices  served 

168 

(Informal,  165; 

Statutory,  3) 

Complaints  received 

Total  No.  of 

98 

Premises,  houses,  etc. 

No.  inspected 

680 

Nuisances  abated  ... 

243 

Pool,  ditch,  gutter,  watercourse  ... 

No.  inspected 

43 

Nuisances  abated  ... 

28 

Animals  improperly  kept  ... 

No.  inspected 

Nil 

Nuisances  abated  ... 

Nil 

Privy,  urinal,  cesspool,  ashpit 

No.  inspected 

245 

Nuisances  abated  ... 

23 

Drain,  drain-traps,  etc.,  e'tc. 

No.  inspected 

293 

Nuisances  abated  ... 

89 

House,  or  part  thereof,  overcrowded 

No.  inspected  ( See  Housing 

Nuisances  abated  Act, 

1936) 

Smoke  nuisances 

No.  of  observations 

Nil 

Nuisances  abated  ... 

Nil 

Offensive  accumulations 

No.  inspected 

6 

Nuisances  abated  ... 

7 

Other  sanitary  conditions... 

No.  inspected 

956 

Nuisances  abated  ... 

96 

Lodging  houses 

No.  registered 

Nil 

Total  No.  of 

63 

Slaughter  houses 

No.  licensed  or  registered  ... 

6 

No.  of  inspections  ... 

55 

Offensive  trades  (sec.  1 12  P.  Health 

Act,  1875)  

No.  established 

Nil 

No.  of  inspections  ... 

Nil 

Canal  Boats 

No.  registered 

Nil 

No.  of  inspections  ... 

No.  with  infectious  diseases 

Nil 

on  board 

Nil 

Public  Health  Act,  1875  ... 

No.  houses  condemned 

Nil 

No.  closed  ... 

Nil 

No.  cleaned  and  limewashed 

Nil 

Food — seizures  of  unwholesome  ... 

No.  of  

Nil 

5 


Infectious  Disease  (excluding 

measles  and  whooping-cough)  ...  Houses  affected  with  ...  131 


Houses  inspected  ... 

131 

No.  of  inspections  ... 

150 

Houses  disinfected 

8 

Schools  disinfected 

Disinfectant  used— 

Nil 

Formalin  and  Cresol 

Lots  of  clothing  disinfected 

8 

Lots  of  clothing  destroyed 

Nil 

Privy  middens 

New  provided 

Nil 

No.  repaired 

Nil 

No.  converted  to  pails 

Nil 

No.  converted  to  W.C.s 

Nil 

Pail  or  earth  closets 

New  Provided 

3 

No.  converted  to  W.C.s 

3 

Water  closets 

New  provided 

10 

No.  supplied  with  water  ... 

10 

Ashpits 

New  provided 

Nil 

No.  converted  to  ashbins  ... 

Nil 

Ashbins 

New  provided 

8 

Water  supoly 

Samples  taken  for  analysis 

56 

Samples  condemned 

a 9 

Wells  closed 

Nil 

Wells  cleansed,  repaired,  etc. 
Public  supply  substituted  for 

10 

well  or  pond 

Cisterns  cleansed,  repaired, 

18 

covered 

Waste  pipes  disconnected 

2 

from  drain 

Nil 

Housing,  etc..  Act,  1909  ... 

No.  houses  closed  ... 

Nil 

No.  of  houses  made  habitable 

Nil 

No.  houses  demolished 

Nil 

Building  Bye-Laws  adopted 

• • • 

Total  Legal  Proceedings, 

...  •••  ••• 

Nil 

i.e.,  Summonses,  etc. 

16/6/39 

Convictions... 

...  ...  ...  ...  ... 

Nil 

Factory  and 

Workshop  Act,  1937. 

Factories 

Total  number  on  register 

(including:  bakehouses)  ... 

28 

No.  in  which  nuisance  abated 

2 

Bakehouses  ... 

...  No.  on  register 

11 

No.  in  which  nuisance  abated 

1 

Home  Work 

No.  of  outworkers  ... 

Nil 

No.  of  houses 

Nil 

No.  of  infected  houses 

Nil 

Legal  Proceedings, 

i.e.,  Summonses,  etc. 

Nil 

Convictions  ... 

... 

Nil 

J.  R.  Garrood, 

Medical  Officer  of  Health. 


W.  Midwood, 

Sanitary  Inspector. 
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jodwalton  ...  Piped  Supply  ...  ...  Sufficient  ...  Good  ...  Yes — Satisfactory 

23 rd  July,  1946.  J.  R.  Garrood,  Medical  Officer  of  Health. 
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PIPED  WATER  SUPPLIES. 


Regional  Water  Scheme. 


Popula- 

tion 

1934 

No.  of 

No.  of 
Houses 

Farm 

Premises 

No.  of 

Es'timated 

Popula- 

tion 

Alconbury 

Census 

Houses 

supplied 

supplied 

Services 

supplied 

492 

150 

122 

9 

73 

404 

Alconbury  Weston 

276 

92 

81 

1,2 

56 

243 

Buckworth 

— 

— 

5 

2 

4 

45 

Conington 

245 

74 

38 

3 

25 

431 

Abbots  Ripton 

343 

94 

87 

24 

56 

34  7 

Kings  Ripton 

417 

35 

32 

8 

26 

104 

Sawtry 

915 

273 

249 

30 

167 

838 

The  Stukeleys 

483 

154 

425 

21 

97 

391 

Upton  and 
Coppingford 

138 

42 

30 

6 

24 

99 

Upwood  and 

The  Raveleys 

535 

156 

134 

25 

88 

459 

Woodwalton 

362 

68 

56 

8 

38 

293 

3906 

4435 

959 

148 

654 

3294 

Total  quantity  of  water  pumped  in  1945  ...  ...  97,965,000  gallons 

During  the  four  quarters  of  the  year,  one  or  other  of  the  various 
aerodrome  meters  was  out  of  order,  and  it  is  therefore  impossible  to  give 
accurate  figures  of  consumption  for  4945  at  those  establishments,  and  so 
arrive  at  an  accurate  figure  of  consumption  by  civilian  population. 

Based  on  experience  of  consumption  at  the  aerodromes  it  can  be 
assumed  with  confidence  that  civilian  consumption  during  1945  averaged 
between  60,000  and  70,000  gallons  per  day,  but  it  is  impossible  to  give  this 
figure  with  greater  accuracy. 


Gidding  and  Winwick  Scheme. 


Great  Gidding 

Popula- 

tion 

274 

No.  of 
Houses 
84 

Hamerton 

124 

44 

Winwick 

424 

42 

519 

464 

No.  of 

Farm 

Estimated 

Popula. 

Houses 

Premises 

No.  of 

tion 

supplied 

supplied 

Services 

supplied 

72 

14 

58 

245 

35 

8 

Mains 
owned  by 

104 

24 

10 

Estate 

26 

69 

134 

32 

415 

Total  quantity  of  water  supplied  to  Great  Gidding  and 
Winwick  and  Hamerton 


2,817,000  gallons 
7,718  „ 


Average  per  day  ... 

Average  daily  consumption  per  head  of  estimated 

population  supplied  ...  ...  •••  •••  18.84 

Most  of  the  houses  not  connected  are  isolated  and  far  removed 

from  the  mains. 
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AN  ANALYSIS. 

CERTIFICATE  OF  ANALYSIS. 

Sample  of  water  labelled  “ Regional  Water  Scheme,  Houghton  Well 
(Untreated  Water)  ” received  on  the  31st  July,  1945,  from 
W.  Midwood,  Esq.,  (Huntingdon  Rural  District  Council. 

Physical  Characters  ...  Good. 

Reaction  ...  ...  pH  7.5. 

The  sample  contained — parts  per  100,000 


Chlorine 

4.85 

Ammonia  (Free  and  ISaline)  ... 

0.0018 

Ammonia  (Albuminoid) 

0.0068 

Oxygen  absorbed  in  ,3  hours  at  37  deg.  C.  ... 

0.075H 

Nitrates  (expressed  as  Nitrogen) 

0.10 

Nitrites 

absent 

Poisonous  Metals 

Coliform  organisms  absent  in  100  mis. 

absent 

Bacteriological  Examination. 

Number  of  microorganisms  per  ml.  developing 
on  Agar  at  37  deg.  C.  ... 

Number  of  microorganisms  per  ml.  developing 
on  Agar  at  21  deg.  C.  ... 

Microscopical  Examination  of  Deposit. 

None. 

Total  Hardness  ...  21.04  degrees  (grains,  pr.  gallon) 

Inference. 

The  results  obtained  on  the  analysis  of  this  sanmle  indicate  a fairly 
hard  water  slightly  contaminated  with  organic  matter,  which,  however,  does 
not  appear  to  be  of  a harmful  nature. 

I am  of  opinion  that  this  water  is  safe  for  drinking  purposes. 

It  is,  however,  recommended  that  the  supply  be  chlorinated. 

S.  Greenburgh, 

4 th  August,  1945.  Public  Analyst. 

HOUSING  STATISTICS. 

Inspection  of  dwelling-houses  in  the  year. 

(1)  (3)  Total  number  of  dwelling-houses  inspected  for 

Housing  defects  (under  Public  Health  or 
Housing  Acts) 

(b)  Number  of  inspections  made  for  the  purpose  ... 

(2)  Number  of  dwelling-houses  found  to  be  in  a state 
so  dangerous  or  injurious  to  health  as  to  be  unfit 
for  habitation  ... 

Remedy  of  defects  without  service  of  formal  Notices. 

Number  of  defective  dwelling-houses  rendered!  fit  in 
consequence  of  informal  action  by  the  Local 
Authority  or  their  Officers  ... 


680 

1350 

38 

16 


nil 

3 
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Action  under  Statutory  Powers. 

A. — Proceedings  under  Sections  9,  10  and  16  of  the 
(Housing  Act,  (1936. 

Number  of  dwelling-houses  in  respect  of  which 
notices  were  served  requiring  repairs  ... 

Number  of  dwelling-houses!  which  were:  ren- 
dered fit  after  service  of  formal  notice  : — 

(a)  by  owners 

(b)  by  Local  Authority  in  default  of  owners 

-’Proceedings  under  Public  Health  (Acts. 

(1)  Number  of  dwelling-houses  in  respect  of  which 
notices  were  served  requiring  defects  to  be 
remedied 

Number  of  dwelling-houses  in  which  defects 
were  remedied  after  service  of  formal 
notices  : — 


B.- 


('2) 


[a)  by  owners 
i (b)  by  Local  Authorities  in  default  of  owners 

C.  — Proceedings  under  (Sections  'll  and'  13  of  the 

Housing  Act,  1936. 

(1)  Number  of  dtwelling-houses  in  respect  of  which 
demolition  orders  were  made,  ... 

(>2)  Number  of  dwelling-houses  demolished!  in 
pursuance  of  Demolition  Orders 

D.  — Proceedings  under  ’Section  il  2 of  the  Housing  Act, 

1936 


0 


0 

0 


4 

0 


0 


0 


0 


Housing  Act,  1 93 6 .>  Pari  IV.  Overcrowding. 

A.  — -(il)  Number  of  dwellings  overcrowded!  at  the  end! 

of  the  year 

;(I2)  Number  of  families  dwelling  therein  ... 

(6)  Number  of  persons  dwelling  therein  ... 

B.  — Number  of  new  cases  of  overcrowding  reported! 

during  the  year  

C.  — (il)  Number  of  cases  of  overcrowding  relieved 

during  the  year  ... 

, (2)  Number  of  persons  concerned  in  such  ... 

D.  — ’Particulars  of  any  cases  in  which  diwelling-housesi 

have  again  become  overcrowded:  after  the1  Local 
Authority  has  taken  steps  for  the  abatement  of 
overcrowding 
There  are  very  few  empty  houses  in  the  district. 

Bakehouses. — All  inspected  and  found1  generally  to  be  clean 
and  satisfactory. 


8 

8 

65 

0 

0 

0 


0 
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DAIRIES,  COWSHEDS  AND  MILKSHOPS  ORDER. 


Dairymen,  Cowkeepers  and  Purveyors  of  Milk  (Milk  Sellers) — 

No.  in  District  ...  ...  ...  ...  ...  ...  ...  113 

No.  registered  ...  ...  ...  ...  ...  ...  ...  113 

No.  of  Inspections  of  (Premises  ...  ...  ...  ...  ...  146 

No.  of  Inspections  during  Milking  Time  ...  ...  ...  35 

No.  of  Premises  requiring  Whitewashing,  Cleansing,  etc.  ...  5 

No.  in  which  requirements  of  Sanitary  Authority  were  carried 

out  ...  ...  ...  ...  ...  ...  ...  ...  5 

No.  of  Premises  requiring  Structural  or  Sanitary  Improvements  8 

No.  in  which  requirements  of  Sanitary  Authority  were  carried 


Premises  with  Well  Water  Supply — 

No.  of  24 

No.  of,  from  which  water  analysed  ...  ...  ...  ...  Nil 

22nd  July,  1946.  W.  Midwood,  Sanitary  Inspector. 


PREVALENCE  OF  AND  CONTROL  OVER 
INFECTIOUS  DISEASES. 


Cases. 

Cases  admitted 
Death,  to  iHospital. 

Scarlet  Fever  ... 

4 

— 4 

Diphtheria 

— 

— — 

Puerperal  Pyrexia 

— 

— — 

Pneumonia 

'3 

— 1 

Erisypelas 

7 

— — 

Whooping  Cough 

43 

1 — 

Measles 

134 

— — 

Chicken  Pox 

51 

— 1 

Jaundice 

49 

— — 

Malaria 

1 

— 1 

Immunisation  of  School 

children., 

and  others  under  5 years 

old,  has  been  continued.  92.5  per  cent,  of  School  children  were 

protected. ; a number  of  schools 

were  4 00 

per  cent. 
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Tuberculosis. — The  following  table  gives  the!  particulars  of 
the  new  cases  of  Tuberculosis,  and  deaths  from  the  disease  in  the 
areta  in  1945. 


Age 

Periods 

Deaths 

Pulmonary  Non-Pulmonary 

M.  F.  Mi  F. 

New  Cases 

Pulmonary  Non-Pulmonary 

M.  F.  Mi  F. 

0—1 

— . 

— • 

— • 

— 

— 

— 

— 

— 

1—5 

— * 

— • 

— • 

— 

— 

1 

— 

— 

5—15 

— - 

— - 

— • 

— 
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